From: 


Barry Cadden </0=FIRST ORGANIZATION/OU=EXCHANGE ADMINISTRATIVE 
GROUP (FYDIBOHF23 SPDLT)/ CN=RECIPIENTS/ CN=B C ADDEN> 

Sent: Wednesday, August 10, 201 1 10:37 AM 

To: Glenn Chin <gchin@neccrx.com> 

Subject: 


What's the testing process for the large volume meds currently? I assumed that we have at least sterility testing for "all" 
lots of large volume injectable lots that we are dispensing but I am told that the lots for some drugs almost never 
coincide with the available test data. Is this true? You need to run like normal stock meds like beta repos = test every lot 
and just fill as you go based on the size vial + # needed or make as many lots as you like "internally" but only label vials 
with lot# of tested lots to cover our ass =ex.. Avastin. I was told that we are only testing rarely and dispensing many 
untested lots? Please clear this up + tell me what we are doing + will do. Botton line is we can't be caught with our pants 
at our ankles....ever. 
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